Sanitized Copy Approved for Release 2010/12/14 : CIA-RDP82-00457R001 100350009-6 



OBJECT 
ORIGIN 


PAGES ^ 2 % 7 

SUPPLEMENT 


50X1- 


50X1 -HUIV 



Sanitized Copy Approved for Release 2010/12/14 : CIA-RDP82-00457R001 100350009-6 








